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Each 
1 
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: 0212664101 
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: R08-085 


: 0212-664-101 


Part Number 


Drawing Number 


Project 
Number 


Drawing Revision 


Material 


Due Date 


Drawing Name 


: LANDING GEAR 


5.0. No. 


Type 


: 02/10/2008 


: NC 
: / / 
: 00015 


Customer 
: CC-DAR01 
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'~ob Number 
: 42423 
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Number 
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~.O. Number 


This Issue 
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Written 
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Checked & Approved 
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Comment 


Additional 
Product 


Job Number: 


11111111111111111111111111111111111 


Seq.#: 
Machine Or Operation: 
Description: 


1.0 
D212664101 
Crosstube Fwd 


1111111111111111111111111 
'. 
111111111111111 


Comment: 
Qty.:. 
1.0000 Each(s)/Unit 
Total: 
1.0000 Each(s) 


Crosstube 
Fwd 


Original B39273 @ CHG003 
. , 


2.0 
QC5 
.- 


1111111111111111111111111 
1111111111111111111111111 


Comment: 
INSPECT WORK TO CURRENT 
STEP 


3.0 
PACKAGING 1 


1111111111111111111111111 
1111111111111111111111111 


Comment:. PACKAGING 
RESOURCE 
#1 


Pick Packing Kit 


4.0 
D34281 
Placard 


1111111111111111111111111 
111111111111111 


~ 
Comment: 
Qty.: 
1.0000 Each(s)/Unit 
Total: 
1.0000 Each(s) 


PLACARD 
~ 
s& 
Batch: 
b'{(:s~~ 


5.0 
AN635A 
BOLT 


1I111111I1111111111111111 
111111111111111 
Q 


Comment: 
Qty.: 
4.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Bolt 


Batch: 
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Resolution: 
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RevE 
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Process Sheet 


Customer.: CC-OAR01 OartAerospace Ltd. 
Drawing N~me: 0212-664-101 
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i 
Job Number: 
42423 
Part Number: 0212664101 


Comment: Qty.: 
18.0000 Each(s)/Unit 
Total: 
18.0000 Each(s) 


Washer 
Batch: 
106 <;.2 I 


1 Job Number: 
11111111111111111111111111111111111 


Seq. #: 
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6.0 
AN636A 
Bolt 


111111111111111111111/111 
11111111111/111 


Comment: Qty.: . 
4.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Bolt 
. 
./ 


Batch: 
,A1101J 7b~") 


7.0 
AN960JD616 
Washer 


111111111111111111111/111 
1/1111111111111 


11111111111/111 


Nut 
8.0 
MS21042L6 


II11I11111111111111111111 


Comment: Qty.: 
6.0000 EaCh(s.)/U~n 
Total: 
6.mEaCh(S) 
N~ 
.4 
. 


Batch: 
/0 ~01 
log ~!J fit 


9.0 
QC4 
INSPECT100%KITSFOR COMPLETENESS 


1111/11111111111111111111 
: 
~ 
111111111111111111111/111 


Comment: INSPECT 100% KITS FOR COMPLETENESS 


Inspect the labels and Batch # & paper work 
~ 
{6 
() 


10.0 
PACKAGING1 
PACKAGINGRESOURCE#1 


111111111111111111111111111111 
1111111/11111111111111111 


Comment: HAND FINISHING RESOURCE #1 


Identify and pack for shipping as per PPP D212-664-101 
CHG OO? 


Job Completion 
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